18 


DOMESTIC ENGI1 



Crawford Combination 

Having lead Jaws, Is the only vise made 
that will hold brass and nickel plated pipe 
securely without scratching or marring. 

Lead Jaws can easily be removed and 
moulded 

▲Iso equipped with steel jaws which will 
grip firmly any pipe up to 1% In. Iron else. 

Light, compact, easily carried. C_ 

readily secured to bench, board or door 
frame. 

Every plumber and 
fitter should have this 
great labor-saver. No 
other vise or attach¬ 
ments needed on the 
Job. 

Write today for prices. 

Jtsepk H. Yonag Co. 

82 High Street 
Boston, Mass. 







